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LITCHFIELD,  CONNECTICUT 
The  Green 

The  Congregational  Church  on  the  green  is  an  im- 
posing structure,  built  by  David  Hoadley  in  the 
1800's,  the  same  builder  also  constructed  the  one 
on  the  green  in  Cheshire.  Compare  their  style. 
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